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respect of such Machine and in snch event the Insured shall be-
come entitled to the return of a proportionate part of the Pre-
mium or Renewal Premium corresponding to the unexpired
period of insurance. If any such alteration addition or change
be made or the Maximum Load as specified in the Schedule be
exceeded without the consent of the Company thereto in writ-
ing having been first obtained no liability shall attach to the
Company in respect of such Maciiine*

This condition is inserted to relieve the insurer from hav-
ing to accept for breakdown insurance a risk which may
differ from that originally undertaken,

5.   Insured to take Precautions

The Insured shall at all times by personal or other competent
supervision take all proper precautions to keep each Machine
its plant ways works machinery appliances and approaches in a
proper state of repair and to enforce the observance by all per-
sons iu the employ of the Insured of all proper safeguards and
precautions against breakdown or accident and if any defects or
conditions of working be discovered which render the risk more
than usually hazardous the Insured shall forthwith notify the
Company and take steps to remedy such defects or conditions
and shall in the meantime cause such additional precautions to
be taken as circumstances may require,

A similar condition is found in all third party policies,

It is adapted to particular needs and extends also to the

breakdown cover,

6.   Insurer's right to inspect

The Company shall have the right at all reasonable times to
inspect and examine any Machine and the Company will for the
mutual benefit of the Insured and the Company make periodical
inspections of every such Machine, The dismantling and re-
assembling in connection with any examination shall be carried
out by the Insured on such date or dates as the Company and
the Insured shall agree for the making of such examination,
The Company will furnish to the Insurer reports on the results
of such inspections and examinations.

This affords the insurer the necessary facility to inspect
and examine the apparatus at any time. This is essential
when, as under a breakdown insurance, access must be per-
mitted for the purpose of inspection. The right may also
be of value after an accident, but opportunity would have
to be afforded even in the absence of the condition*